JOURNEY'S END

in the dip of the stony plain before us Na'aija, where we had
planned a final watering, and beyond it the towers of Doha
silhouetted against the waters of the Persian Gulf. Half an
hour later we entered the walls of 'the fort. The Rub' al
Khali had been crossed.
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